igg        REMINISCENCES OF WINFIELD S. HANCOCK.
men. The battery was served most gallantly, but continued its fire so long that it could not be entirely withdrawn, the left gun falling into the hands of the enemy. Captain Brown was shot through the neck, a dangerous but not mortal wound.
Willard's brigade was placed by General Hancock on the line at the point through which Birney had retired, and as the enemy was following sharply, the brigade was almost immediately engaged. Colonel Willard was struck in the face by a shell and killed, and the brigade met with severe losses. At this time reinforcements, for which General Hancock had sent to General Meade, began to arrive, and the line was now strengthened by Doubleday's division, and the remnant of Robinson's division of Newton's First Corps. By this time the enemy were advancing along nearly the entire front of General Hancock's command. The attack from the direction of the brick house on the Emmettsburg road was promptly checked by Gibbon, and the lost gun of Brown's battery regained. Colonel Heath's Nineteenth Maine bore a conspicuous part in this operation.
Two regiments of Lockwood's brigade of the Twelfth Corps, commanded by General Lockwood, were brought up by General Meade in person, and left was exposed to the enemy's attack, and the regiments were forced back, losing both commanders and great numbers of officers and   and  the  little  Irishman   on   his  white
